TACTICAL RESPONSE REPORT/Chicago Police Department 


1 . DATE OF INCIDENT 

30~APR-2012 [ 

5 . POSITION 6 . LAST NAME 

9161 MENDEZ JF 

'T4"daiTof"apft [li 

30-JUL-2007 I 

20 , LAST NAME 

GiVENS 

28 . ADDRESS CHICAGO, IL 


TIME 

02:51:00 


1 2 ADDRESS OF OCCURRENCE 

2356W25THST CHICAGO, IL 60608 


3 . LOCATION CODE 

303 


6 . LAST NAME 

7 FIRST NAME 

! 3 . STAR NO. 

3 . S£J< 

UO.fVACE GbOE r(.A.GE 

jl 2 .HT. j 

MENDEZ JR 

JORGE A 

114333 

Mo 

---1 - j _ 

mjiLi 


hS. EMPLOYEE NO, 


3 . 3 . WHERE WAS MEDICAL TREATWEENT OEETAiNED? 

MOUNT SINAI HOSPITAL 

: 36 . CHARGES PLACED 


DID NOT FOLLOW 
VERBAL DIRECTION 


STIFFENED 
(DEAD WEIGHT) 


MEMBER PRESENCE ^ 

VERBAL COMMANDS 
ESCORT HOLDS ^ 

WRISTLOCK p" 

ARMEAR iP 

PRESSURE SENSITIVE AREAS 
CONTROL INSTRUMENT 

OC/CHEMiCAL WEAPON 
W/AUTHORiZATION 
OTHER _ 


’ 6 . UNIT & BEAT OF ASSlGNMfii^ 

010 I 1006 FR 


m. MEMBER INJURED? 


21. FIRST NAME 

22.M.f. j23 SEX 

.'t U''::- 

iss. D.O.B. 

26. HT. li 

JOHN 

i^a,MQ02F 

BLK 



507 


I 29 . TELEPHONE NO. ; 30 . WWS SUajgGT.ARMGDTVEHICLE-ATTEMPTS TO STft{«E 1 : 31 . SUBJECT INJURED? 
i. ..... GPRCeft WITH VEHICLE 


19. .MEMBER IN UNifORM? 

i '2 ^ ^ No 

^jTirr* E^WT' ” 

507 185 

I? [32.”^u'sj'ECT ALLEGED INJURY? 


J02No 

:3s coNomaN 


03 Hosp«efizad 


ASSAJLANT;ASSAULr 


PULLED AWAY 

OTHER _ 

OPEN “-(AND STRIKE f" 

TAKE DOWN / EMERGENCY 
HANDCUFFING j_ 

OC CHEMICAL WEAPON 
CANINE I 

TASER (Probe Discharge) 

TASER (Coelact Stun) [ 

TASER {U.S 8 f Targeted) 

TASER (Spark Displayed) | 


IMMINENT THREAT 
OF BATTERY 


ELBOW STRIKE 


CLOSED HAND 
strwe/pu^jch 


IMPACT WEAPON 
( 0 o 5 erH>e >n Box ■JO) 


I 01 A^iisrenlY Norma! 

— -- 

i No! Hoapil&lrzed 

A C’BNO 

i &0000000 

AS«4|LANT:eArT£RY 
ATTACK weapon i'"" 

ATTACK I^IHOUT ;-; 

WEAPON 

OTHER _ 

KNEE STRi;>;;E j | 


IMPACT M#imON 

(Oescribe-%^* 


j ~ ~| OTHER . 


I I 02 Uridei friOuance 
05 Ra(u8»iS Mecttaal A)d 


ASSAILANT:D£AOLY FORCE: 

USES FORCE LIKELY TO 
CAUSEE DFATH OR |XI 

GRF.AT BODILY HARM 


OTHiER VEHICLE USED AS A WEAPON 
FMFJEARW M 


' OC/CHEMICAL WEAPON AUTHORIZED BY (NAME) 


40 - AODiTiONAL INFORMATION 

ABOVE OFFENDER USED THE VEHiCUE TO STRIKE P.O. PAPIN 


41, WEAPON TYPE 

I I 01 revolver 

[ 1 02 RIFLE 

Q] 03 SHOTGUN 
43 , tassr dart i:d no. 


^ 04 SEMI-AUTO PISTOL 
\ i. 05 CHEMICAL WEAPON 
r i: 06 TASER (Prctie Dlscha.rge) 


42 . INCIDENT OCCURRED 43 . LIGHTING CONDITIONS Q OLCibynghl 

□ ■..doors raOoldooro □ 02 □'»!>«'' O Q.> Si- 

□J 05 Poor AfttftclAl 06TJi)«d Artilic'ai 


45 . MAKE/MANUF.ACrURER 

U«. MOOEL 

4 ? BARREL LENGTH 

SMITH & WESSON -U 9 -(BOOYGUARO.CHiEF 
^pectAL) 

|m&P9 

: 4 


44 . WEATHER CONDITIONS 

CLEAR 


48 . CALiBER/GAUGE 

9 m 


50 . VygAPON SERIAL No, (^ektds Letters) 

MPT7126 


51. CHtCAGO GUN REG. N'O 

R004427S 


52.lt FIREARM OWNER ID, NO, 


53 ,HANDGUN CERTIFICATE NO. 


ISH. SPECIAL WEAPON CERTIFICATE NO, 


| 55 . PROPERTY ;;NVeNTDRy .NO, 


56 - TYPE OF AMMUNITION USEC 

: Department Issued 


57 .NO, OF WEAPONJivDlSCHARGgD BY 

THisMgwaeft 

1 : 


58 . TOTAL NO, OF SHOTS MEMBER 
FIRED 


5 &. WHO FIRED FIRST SHOT OTHERTSPECiFY) 60 . WAS FTREARM RELO,/«JED 6 t NO OF CATBRiOGES/ 

DURING INCIDENT GROT SHELLS _ 

^01 MEMBER :U 02 OFFENDER ^ 91 YES H 02 NO RELOADED 0 


63 . HOW WAS WEM-SER'S HANDGUN DRAWN Lj 03 OTHEF? (S{}»c(/y) B 4 , SPECIFY ME 

(^Q 1 STRONG SIDE DRAW Q 02 GROSS DRAW 

66 , DESCRIBE PROTECTIVE COVER USED (LIGHT POLES, DOORWAYS. CAJR. PURWiTUHE. ETC) 

NONE 


LOy«JE.D 6t NO OF CATBRiOGES/ '62. HOW WAS MEMBER'S HANDGUN WORN 003 OTHER (Seefilyl 

SKOT SHELLS n r-. ~ 

'1 02 NO RELOADED 0 Ot RT. SICE (WAiST) Q 02 LT, SIDE (WAIST) 

SPECIFY MEtWOD/EOUlPMENT USEDTO RELOAD MAGAZINE; .:: 1 6 S. DiB MEMBER USE 

i Q CHYES ® 

iTUHE.ETGJ 67. C)$TANfSE BETWEEN INVOLVED MEMBER a^ifFENOER WHEN FiRST SHOT WAS FiRED 

(g) 010-06FT. {j ^05-10FT. ...Q (TpO ■ IS FT. □ 04 OVER IS FT, 


6 S. DiB MEMBER USE SIGHTS 
n CHYES ® .02 NO 


63 .. PEF?SON 70 I 3 JECT STF 1 UOK AS RESULT OF THE DJSCHARGFi Of MSMBeRS WEAPON 
Q CH person r} 02 OBJeCT Q 03 BOI'H ^ 04 UNKNOWN 


69. PQSlTiC»l'OF MEMBEROlSCHARe-INO WEAPSjiiN01 STANDING Q 02 LYING DOWN 

L3 03 SITTING Q; 04 KNEELING O OS OTH:E|f: (>SPEClf Y) 


NOTfFlCATiONS (OC OR TASER {NGIDENT): 
NOTiriCATiONS (FfREARM INOiDgNT): 


p OEMC M QESK sot;*W. eibfST. OF OCCUR. 


K O.EMC 


DESK SSI,& w.e JOIST. OF OCCUR. 


10:P COMMAND DET, D!V. 


Members will ensure that all required notifioattons and all wiSnessesTo this .use of farce are documented 1n the appropiate case report. 

73 REEPOR' wtMBt R i^rniName) STAR®aft.0YEE«0. SIGNATURE 

P,^ENDEZ .JR, .JORGE A 

30-APR-201 2 14:20:04 _ 

Reviewing supervisor wiit ensure ^he legibility and completeness of this report and attest by entering tbilequired information below. 

annopg^gggggg^gnnnnoojooo^ggggMt^^pggggMggjgg^^^^ nnnnnnnniliir---nnnnnnnnnnnn -^nnmnmnnm^' iiii |r . ..... 


/4 REV1F.V7ING SUPl:RvigOR (Pn-rt Name) 

MAJERCZYK, G£RARD E 


IDATE REVIEWED TIME 

30-APR~2912 14:36:58 


CPD^11.377 (REV. 10/07) 


LOG i 

# I M' 


1212101315 HV264189 



























































WATCH COf\/lfVIANDER/OClC REVIEW 


THE WATCH COMMANDER WILL COMPLETE THE REVIEW SECTIOW FOR 1.) ALL B^CiOENTS THAT DID NOT INVOLVE THE OISCHAROT OF AFiREARMilj FIREARM DiSCHARGE 
iNCiDEWTS lNVOLVlM<i THE DESTRUCTION OF AN ANIMAL OR. 3.> ACDOENTAL DISCHARGEtF AFIREARIANOT RESUL-nNGTN AN INJURYTO ANY f^SON'. 

THE ADS WILL COMPLETE THE REVIEW SECTION FOR ALL iNCIDENTS INVOLVWV©: !.) -mE OlSCMARGE CJF AFfREARM OR IMPACT MUNITIONS BY A DEPARTMENT 

MEMBER EXCEPT FOR AN ANIMAL DESTRUCTION OR AN ACCIDENTAL OISCHARQE THAT DOES NOT RESULT fel AN INJURY TQ ANY PERSON: 2.) MglWBER^S USE OF FORCe 
BT WHATEVER MEANS THAT RESULTS IN THE DEATH OF A PERSON; 3:.} ANY LESSER USE OF FORCE SV ADERARTMENt-MeMSFR WHEN THAT USEsSF f'-ORCE STEMS F'RO'M 
THE SAME INCIDENT DESCRIBED HERE IN -J OR 2.. 


75. SUBJI Cf o STAIEMEMl REGARDING THE USE OF FORCE 

Subject receiving medical treatmient at Mt. Sinai hospital. 


I UNABLE TO iNTERViEW (Specify Reason) 


76. WATCH CQMMANQERiOCSC RATIONALE FOR BOX 77 FlNQiNG 


it is the preliminary determination of the undersigned based on the facts available at this time that Officer Mendez in compliance whth department policy 
in that Officer Gonzalez fired his weapon at the offender after the offender pointed his vehicle at Officer Mendez andiUempted to hit Officer Mendez after 
striking Officer Papin w'ith same vehicle. 


77. WATCH CCMMANOER/OCtC FINC'NG BASED UPON CURRENTLY AVAILABLE INFORMATION-. 

Ig) I HAVE CONCLUDED THAT THE MEMBER'S ACTIONS 

□ I HAVE CONCLUDED THAT FURTHER INVESTIGATION IS Rgal^RED 

WERE IN COMPLIANCE WITH DEPARTMENT 


PROCEDURES AND DIRECTIVES. 



lognougrno. 1053667 obtainfd 


7EI. WATCH COMMANDEFUOCIC (Prin! Name) 

JOHNSON, EDDIE I 


79. DiSTRieuTiON OF ORIGINAL TRR: 




DATE completed TIME 



! 30-APR.2012 15:26:57 





A TRR PACKET. INCLUDING THE TRR AND COPIES OF THE BELOW'LISTED ATTACHMENTS WILL BE FORWARDED TO THE OFFICE CF PROFESSIONAD^TANDARDS. 


ACHMENTS - PHOTOCOPIES OF: Q SUPPLEMEiNTARY REP<DRT 
Q CASE REPORT ^ OFFICER BATTERY REPORT 


Q LQiO. REPORT 
Q GRJNPftATfON REPORT 


O TO FRGM-SuaiEGT REPORTS FROM DEPARTMENT WfTMfS$(gS} 


. TOTALTRRisTh'iSEVeNTNo. 

12 















